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WAR DEPARTMENT 2 APRIL 1945

RESTRICTED. DiSSEMINATiON OF RESTRiCTED MATTER. No person is entitled solely by virtue of his grade or position to knowl edge or possession of classified matter. Such matter is entrusted only to those individuals whose official duties require such knowledge or possession. (See also paragraph 21h, AR 380-5, 15 March 1944.)

WASHINGTON 25, D. C, 2 APRIL 1945.

TM 11-1221, Test Set AN/MPM-5, is published for the information and guidance of all concerned.

[A. G. 300.7 (11 Nov 44).]

BY ORDER OF THE SECRETARY OF WAR:

tf G. C. MARSHALL, Chief of Staff.

OFFICIAL:

J. A. ULIO,

Major General,

The Adjutant General.
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